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To maintain ship floatation (any) with a 96% success-rate (across-the-board), "fix" a 6" x 3" 
(vertical and horizontal, respectively) "V" shaped rod made of elemental aluminum across 
its [interior] central hub. ["Buoyant" Force]. 
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